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SUBJECT CCTV CAMERA 

REE ISTANBUL 2710 

1. NORTH CCTV CAMERA UNIT HAS COMPLETELY STOPPED WORKING. 
SOUTH CCTV UNIT SHOWING SIGNS OF STARTING TO MALFUNCTION. 

OVER LAST TWO DAYS, PICTURE WILL FLICKER AND DISAPPEAR FROM 
MONITOR SCREEN ONLY TO IMMEDIATELY REAPPEAR 

2. OBSERVATION OF MONITOR FOR SOUTH CCTV UNIT SHOWS SIGNS 
SIMILIAR TO THOSE OBSERVED ON 20 JULY 1976 WITH ELUCTUATING 
VOLTAGE METER ON CAMERA. WOULD SUGGEST POSSIBILITY FOR NEED OF 
IN LINE CONSTANT RATE VOLTAGE REGULATOR FOR CCTV UNITS. 

AM NOT COMPLETELY EAMILIAR WPTH PRESENT INSTALLATIONA DN DO 
NOT KNOW IF SUCH REGULATORS ARE PRESENTLY 
INSTALLED. BATJER 
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